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MINISTRY OF LABOUR 
NOTIFICATION 

New Delhi, the 6th February, 2002 

S.0.168(E).—In exercise of the powers conferred 
by sub-section (1) of section 10 of the Contract Labour 
(Regulation and Abolition) Act, 1970 (37 of 1970), the 
Central Government, in consultation with the Central 
Advisory Contract Labour Board and having regard to the 
conditions of work and benefits provided for the contract 
labour and other relevant factors enumerated in sub-section 
(2) of section 10 of the said Act, hereby prohibits the 
employment of contract labour in the process, operation or 
work specified in the Schedule below, in the establishment 
of the Telephone Bhavan, Calcutta Telephones with effect 
from the date of publication of this notification in the 
Official Gazette. 

“SCHEDULE 

1. Lineman helper. 

Z The office work of carrying/rearranging/delivery 
of office documents/other allied items within and 
outside the office building, 

3. Liftman for non-automatic lifts. 

4. Day to day operation and maintenance of air 
condition plant except periodical maintenance 
(monthly/quartexly/half-yearly/annual) and those 
undertaken by the original manufacturers suppliers 
of equipments. 

5. Operation and maintenance of electrical 
installations, the battery and power plant. ” 

[F. No. U-23013/23/2000-LW] 
MANOHAR LAL, Jt Secy. 
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